OLD  SWEDE'S  CHURCH.  WILMINGTON,  DEL.  (oldest  church  in  America.)   built  i698. 
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E.  S.  K.  BUTL3H  &  SON.    WILMINGTON,  DEL. 
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STAMP  HERE 

U.  S  ,  CANADA 
AND  MEXICO 
ONE  CENT 

FOREIGN 
TWO  CENTS 


